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ABSTRACT 


Tests were conducted in a one-eighth scale turbojet test 
cell with a ramjet type combustor to investigate the effects 
of fuel additives on smoke reduction. Particle size and 
mass concentrations were determined at the engine and stack 
exhausts using three wavelength optical detector systems. 
Particulate samples were also collected at the engine ex- 
haust and analyzed with a scanning electron microscope. 

Combustor temoerature and fuel additives were found to 
Significantly affect particulate mass concentrations emitted 
from the engine while particle size appeared to be unaf- 
fected. No significant changes in the particulate size or 
mass occurred from the engine exhaust to the stack exhaust. 

The optical determination of exhaust mean particulate 
size/mass concentration with three wavelength optical de- 
tector systems appears to be a good and reasonably accurate 
technigue for evaluating the effects of engine and test cell 
operating conditions and fuel composition changes on the 


emitted particulates. 
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hen LNT RODUCTION 


The Navy utilizes jet engine test cells as a means of 
statically testing and evaluating the operating charac- 
teristics of high performance, turbojet engines. The test 
cells are large, permanent structures located at facilities 
where jet engine overhaul is performed. The primary advan- 
tage of using test cells is that the engine can be removed 
from the aircraft, overhauled, and then tested in a con- 
trolled environment prior to reinstallation aboard the air- 
Graft. This technique of engine maintenance insures a high 
degree of engine reliability following major overhauls. 

The Navy's use of jet engine test cells has come under 
close scrutiny by the Environmental Protection Agency (EPA) 
and some local pollution control boards in recent years. 
The chief concern involves the large amount of pollutants 
being produced by the engines while installed and operating 
in a test cell environment. 

The EPA requirements initiate national guidelines for 
pollution control which may be augmented with further, more 
stringent requirements by local pollution control boards. 
Although military jet engines are exempt from pollution 
control requirements while installed and operating in an 


aircraft, they are subject to locally imposed requirements 


mete Operating in a test cell. Local standards of pollution 
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control imposed by the San Diego and Bay Area Pollution 
Control Districts have resulted in lawsuits against the Navy 
for its inability to meet these standards [Ref. 1]. Of 
primary concern is the large amount of smoke emitted from 
the engines while operating in the test cells. Future con- 
cerns will probably include emissions of the oxides of 
nitrogen. As technology has not yet advanced to the point 
of being able to produce pollution-free, high-performance 
engines for use in military aircraft, another means of re- 
ducing pollutant levels is necessary. Modifications to 
existing test cells are possible but are extremely expen- 
sive. As an easy, cost-effective solution, smoke suppres- 
Sant fuel additives are being investigated to determine 
their overall effect on engine performance. 

The research documented in the following pages describes 
an investigation into the effects of engine operating con- 
ditions (flow rates, fuel/air ratio, temperature) and the 
use of fuel additives as a means of controlling particulate 
emissions from jet engines operating in a test cell environ- 
ment. Darnell (Ref. 2] initiated the program at the Naval 
Postgraduate School using a one-eighth scale turbojet test 
cell together with a dump combustor operated at a pressure 
of ten atmospheres. This investigation was a follow-on 
effort incorporating recommended changes to test procedures 


and apparatus. 





Darnell [Ref. 2] attempted to measure exhaust particle 
size and concentration using a two frequency light trans- 
mission technique. A helium-neon laser and an argon-ion 
laser were used for light sources. The lasers were mounted 
in 2 building next to the test cell and the light beams 
were directed to the detector boxes using beam splitters 
and mirrors. Alignment of the source/detector units using 
this procedure was awkward and vibrations caused by running 
the engine made accurate measurements difficult. 

In order to compensate for the above problems, the 
light sources were changed from lasers to collimated white 
light sources; and they were installed directly across from 
the detector boxes. This change greatly simplified align- 
ment and insured measurement of the exhaust streams only. 
The detectors and collimated white light sources were 
mounted on freestanding platforms, separate from the test 
cell, to reduce vibrational problems. Since a white light 
source contains many frequencies of light, three narrow 
pass filters were installed in each detector unit to isolate 
specific frequencies. Only two frequencies are necessary 
for measurement purposes; the third frequency served as a 
redundant check on accuracy. It was felt that this tech- 
nique would improve the reliability of the measurements 
Stomificantly. 

Piporder £O verify measurements of particle size using 


the three frequency light transmission technique, it was 
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necessary to physically collect exhaust particulate matter 
and measure the particle sizes with a Scanning Electron 
Microscope (SEM). Darnell [Ref. 2] used impact particle 
collectors which were inserted directly into the exhaust 
Streams. This technique proved unsatisfactory and made 
particle size measurement difficult since the particulate 
matter was distorted upon impacting the collector. [In 
order to eliminate this problem, an improved dry impinger 
particle collection technique was implemented. 

A large number of fuel additives have been developed 
and many have been tested by the Naval Air Propulsion Center 
to determine their effects on smoke production in turbojet 
engines. Those which proved to be most effective in re- 
ducing smoke output during tests were further evaluated by 
Darnell [Ref. 2] and during this investigation. Tests 
during this investigation were conducted using Ferrocene, 
12% Rare Earth Hex-Chem, and 12% Cerium Hex-Chem. 

During previous investigations at the Naval Postgraduate 
School the fuel additives were mixed directly with JP-4 and 
then pressure fed to the combustion chamber of the engine. 
This procedure was time-consuming as fuel tanks had to be 
drained and refilled each time fuel additives or concentra- 
tions were changed. In order to overcome this problem, 
precision metering pumps were added to the fuel system. The 


pumps allowed accurate fuel additive injection and provided 


iy 





ease in changing fuel additive concentrations while the 
engine was operating. 

The effects of smoke suppressant fuel additives upon 
the production of nitrogen oxides was also considered during 
this investigation. In particular, NO, was monitored at the 
test cell stack exhaust to determine if the fuel additives 


produced any notable changes in the production of this gas. 
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ITI. EXPERIMENTAL APPARATUS 


Pee OUB=-SCALE TURBOJET TEST CELL AND ENGINE 

The test cell used during this investigation was a one- 
mee scale model of an actual test cell located at the 
Maval Air Station in Alameda, California. It is fully docu- 
mented in Refs. 3 and 4, and 1s also addressed by Darnell in 
Ref. 2. The test cell, shown in figure 1, has a ramjet type 
combustor which simulated the combustion chamber of a turbo- 
jet engine. The combustor is illustrated in figure 2 and 
fully documented in Ref. 5. 

High pressure air supplied by a compressor was directed 
through the combustor where ignition and burning of the 
fuel/air mixture occurred. The hot, high pressure gases 
produced in the combustor were then directed through an 
exhaust pipe in the test cell where they were mixed with 
bypass air and exhausted through a converging nozzle. The 
nozzle directed the mixture of combustor exhaust gases and 
bypass air into an augmentor tube which was connected di- 
rectly to an exhaust stack. The test cell augmentation ratio 
could be changed by varying the diameter of the augmentor 
tube, the engine-augmentor tube spacing, and/or the flow 
meetrictions in the stack. 

The engine inlet was simulated by usSing a six inch suc- 


tion line which effectively pulled air in through the test 


io 





cell inlet. All air feed lines and the six-inch suction 
line were fitted with pneumatically controlled valves which 
PEovided precise metering of the flow rates through the 
test cell during engine operation. The pneumatically con- 
trolled valves were connected to a control panel to provide 
for remote operation of the valves and flow rates. By 
mperelously controlling the high pressure air, fuel flow, 
and the suction air, actual test cell conditions could be 


simulated for a variety of engine operating conditions. 


pee URL SYSTEM 

The fuel system consisted of a portable fuel supply, a 
remote control panel, and two precision metering pumps for 
fuel additive injection. 

The portable fuel supply, shown in figure 3, consisted 
of two interconnected fuel tanks, a cavitating venturi for 
flow-rate control, and remotely controlled, electrically 
actuated solenoid valves. The fuel tanks were pressurized 
using gaseous nitrogen and a hand operated regulator located 
on the control panel (figure 4). Each tank was equipped 
with an electrically activated vent valve. A single fuel 
line connected both tanks to the combustor through an elec- 
trically operated shut-off valve. Fuel flow rate to the 
combustor was controlled by means of a cavitating venturi 
installed in the fuel line. The cavitating venturi allowed 


fuel flow adjustments by simply regulating the upstream 
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peessure in the fuel Canks. A calibration curve for fuel 
flow rate versus venturi pressure is shown in figure 5. 

Two Eldex, Model E, precision metering pumps, shown in 
Figure 6, were utilized for fuel additive injection into 
the fuel line just prior to the combustor. A swirl type 
mixer waS incorporated to ensure that mixing of the fuel 
el@eadaitive occurred prior to the combustor. Each pump 
was capable of delivering between 0.2 and 5.0 ml./min. of 
fuel additive. The flow rate versus pump micrometer set- 
ting was pre-calibrated and the results are shown in figure 


i= 


feeeekolt CELL INSTRUMENTATION AND DATA COLLECTION 

The subscale test cell at the Naval Postgraduate School 
provides the opportunity for easy measurement of pressures 
and temperatures anywhere within the system during engine 
operation. Using standard ASME flow calculations [Ref. 6], 
mass flow rates anywhere within the test cell could be cal- 
culated. The pressure tap and temperature sensor locations 
used during this investigation are shown on a schematic of 
the test cell in figure 8. 

All pressure lines were connected to an automatic- 
stepping Scanivalve with a 500-psi pressure transducer. 
Thermocouple leads from the temperature sensors and elec- 
trical leads from the Scanivalve were connected to HP-3495A 


scanners. 
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Automatic data acquisition and data processing were 
provided on demand by an HP-21 MX computer system. Data 
was acquired by systematically addressing the scanners and 
an HP-3455A digital voltmeter. The analog data were passed 
through an A/D converter and then processed by a computer 
program which provided flow rates and other pertinent sys- 
tem computations. Temperatures, pressures, flow rates, and 
other pertinent test cell data were then printed out. 

During previous investigations of fuel additive effects 
On the production of smoke in turbojet engines, it was 
noted that the combustor exhaust temperature played a sig- 
nificant role. For this reason, it was desirable to have 
a permanent record of the combustor exhaust temperature for 
each fuel additive analyzed. To provide this record, a 
high temperature thermocouple was installed at the combustor 
exhaust and its output was connected to a strip chart 


recorder. 


D. TRANSMISSOMETER 

The transmissometer utilized during this study was a 
Leads and Northrop model 6597. The transmissometer con- 
Sisted of a white light source, a detector unit and a signal 
conditioner/display unit. The white light source and the 
detector unit were mounted at the top of the test cell on 


Opposite sides of the stack to provide readouts of exhaust 
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Steeam Qbaclty. Figure 9 shows the source and detector and 
figure 4 shows the signal conditioner/display unit. 

During this investigation, the transmissometer output 
was connected directly to a strip chart recorder, thus pro- 
viding recorded values of exhaust opacity as the fuel addi- 


tives were evaluated. 


eee OPTICAL DETECTOR SYSTEM 
The transmission of light through a cloud of uniform 


particles is derived from Bouguer's Law [Ref. 7]: 
T = exp(-QAnL) = exp [-(3QC_L/2pd) | (1) 


where (T) is the fraction of light transmitted, (Q) is the 
dimensionless extinction coefficient, (A) is the cross sec- 
tional area of a particle, (n) is the number concentration 
of particles, (9) is the density of an individual particle, 
(L) 1s the path length the beam of light traverses, (C_) 1s 
the mass concentration of particles, and (d) 1s the particle 
diameter. 

From Bouguer's Law it is seen that the transmissivity 
of a beam of light decreases exponentially as the path 
length, particle concentration, and Q/d ratio increase. 

Mie light scattering theory allows the extinction coef- 
ficient (Q) to be calculated as a function of particle size, 
wavelength of light and the complex refractive index of the 


particles. 


A & 





In a paper presented by Dobbins [Ref. 8], Bouguer's Law 


was revised to allow for a distribution of particle sizes: 
T = exp[-(3QC_L/20d,,) ] (2) 


where Q represents an average extinction coefficient and 


d represents the volume-to-surface mean particle diameter. 


BZ 
The average extinction coefficient can be calculated as a 
function of the particle size distribution, the wavelength 


of light, and the complex refractive index of the particles. 


Taking the natural logarithm of equation (2): 
ln{T] = Q[-3C_L/20d3,] 3) 


Since the transmittance of a beam of light passing through 
an aerosol of volydisperse particles is directly related to 
the wavelength of the light, equation (3) can be written for 


a specific wavelength of light: 
1n(T, ] = Q, [-3C,L/2ed,,] (4) 


For two wavelengths of light, the ratio of the natural logs 
of the transmittances is then given by: 


lente! Oe 


\]4 ee a5) 
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at 
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where Cal yero,.-and d.. remain constant for both wavelengths. 
A Mie scattering computer program provided by K. L. Cash- 


dollar of the Pittsburgh Mining and Safety Research Center, 
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Bureau of Mines allowed calculation of Q, and the Q, ratios 
geea tunction of d55 based on inputs of the complex refrac- 
tive index of the particles, the refractive index of the 
surrounding medium, the standard deviation of the distri- 
bution and the wavelengths of light. During this investi- 
gation, the surrounding medium was assumed to be air with 

a refractive index of one. The complex refractive index 

and the standard deviation of the particle size distribution 
for the exhaust particulate were unknown. Most of the ex- 
haust particulate can be reasonably assumed to be carbon. 
Therefore, a number of reasonable values for carbon [Ref. 7] 
were supplied as inputs to the computer program. Once Qy, 

al 


32! and Ty are known, mass concentration can be calculated 


according to the following rearrangement of equation (3). 





32 | im TT, (6) 


In order to measure transmissivity, a collimated beam 
of white light was directed through the exhaust stream to a 
detector which split the light into three wavelengths. 
Light intensity was measured using linear photodiodes. 
Transmissivity was determined by comparing the percentage 
of photodiode output without particles present to the per- 
centage of photodiode output with particles present. Only 
two values (two wavelengths) of transmittance are required 


to calculate d55 and Cu 1f the index of refraction and 
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standard deviation are known. The third wavelength pro- 
vides for three ratios which can be used to determine three 
values of d.,- Various refractive indices and standard 


deviation combinations are tried until all three ratios 
provide the same d,.. This redundant calculation of d3. 
provides reasonable assurance that the correct index of 
refraction and standard deviation have been used [Ref. 7]. 

The light detectors, shown in figure 10, have a sin- 
gle entry point for the beam of collimated light, two beam 
splitters, three narrow pass filters, and three photo- 
diodes. The entry point for the collimated light was a 
Mees inch [.D. tube fashioned to minimize forward scat- 
tered light effects [Ref. 7]. After the light entered the 
detector box, 1t was passed through two beam splitters 
which resulted in three separate beams of light. Each of 
the three beams of light was directed through a narrow pass 
filter and onto a photodiode. Neutral density filters were 
used to decrease the light intensity in order to prevent 
the photodiodes from being overdriven. Figure 11 isa 
schematic of the detector box and shows the paths followed 
by the light inside the detector. 

The white light source was provided by a projector with 
a 750 watt incandescent bulb. By adjusting the lens on the 


projector, a nearly parallel beam of light was realized. 


Mmoraer tO provide light of uniform intensity, a piece of 





EMecuscer glass was placed between the projector lamp and 
mm@emcocusing lens. The nearly parallel source was then 
directed onto a 0.040 inch pinhole to develop a point 
source of light. The divergent beam of light exiting the 
pinhole was routed through a 31.5mm diameter achromatic 
lens with an 80mm focal length to provide collimated light. 
The collimated beam of light was then reduced to 0.50 inch 
diameter by passing it through a reducer tube. The col- 
limated white light source is shown in figure 12. 

Two source/detector systems were utilized during this 
investigation. One source/detector pair was mounted at the 
test cell stack exhaust and the other pair was mounted at 
the motor nozzle exhaust. 

Alignment of the source/detector pairs was critical, and 
they were extremely sensitive to vibration during engine 
Operation. To eliminate vibrational problems and the need 
for continuous realignment, the source/detector pairs were 
permanently mounted on free-standing platforms separate from 
the test cell. 

Aluminum covers were fabricated to prevent dust and 
moisture from entering the circuitry and affecting the 
Optics. To further preclude moisture from the systems, 
Meaters in the form of 15 watt light bulbs were utilized 
to keep the inside of the covers dry. 

The detector unit mounted at the stack exhaust incor- 


porated narrow pass filters of 10140, 6500, and 4500 
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angstroms while the combustor exhaust unit incorporated 
meters of 10000, 6943, and 4000 angstroms. It was neces- 
sary to use filters separated by at least 2000 angstroms 
to insure accurate transmittance ratios. 

The output of each detector unit was connected to a 
strip chart recorder to provide real time visual indica- 
tions and records of fuel additive effects during engine 


Seeration. 


F. EXHAUST PARTICLE COLLECTION 

In order to provide a means of physically collecting 
exhaust particulate matter, a dry impinger collection train 
was implemented [Ref. 9]. The sampling train, shown in 
figure 13, was composed of a sampling tube located at the 
combustor exhaust, a collection box with six sample holders, 
and a vacuum pump with in-line filters and control valves. 
The sampling tube, shown in figure 14, was made of 0.25 inch 
inner diameter stainless steel and was located in the center 
of the augmentor tube, aft of the combustor exhaust. In 
order to minimize flow distortion about the sampling tube, 
it waS necessary to remove samples of exhaust gas and par- 
ticulate matter iso-kinetically. A sonic choke was used to 
regulate the flow rate through the sampling train. <A vacuum 
pump supplied the pressure differential necessary for proper 


Operation of the sonic choke. 
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The sample box was designed so that up to six samples 
memexhaust particulate could be taken during engine opera- 
tion. Collection times were manually controlled by opening 
and closing the sliding doors covering each sample holder 
at ten to twenty second time intervals. An in-line filter 
prevented clogging of the sonic choke and ingestion of 


exhaust particulate by the vacuum pump. 


G. NITROGEN OXIDES ANALYZER 

A Monitor Labs, Model 8440 E, Nitrogen Oxides Analyzer 
shown in figure 15 was used to determine fuel additive 
effects on NO, production during engine operations. The 
analyzer is fully described in Ref. 10. 

Test cell exhaust gas was sampled using a stainless 
steel probe mounted on the stack cover. The gas sample was 
routed through a twelve inch Mott Inertial Filter which re- 
moved particulate matter greater than 0.5 microns in diame- 
ter. From the filter, teflon tubing was utilized to route 


the gas to the analyzer. 
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IijI. EXPERIMENTAL PROCEDURE 

Initially, all test equipment was turned on and allowed 
to warm up. This was done to insure that the measurement 
and recording devices were functioning properly and also to 
eliminate condensation which might have formed on the optics 
of the transmissometer and the optical detector system. 

After the initial warm-up period, the optical detector 
systems and the transmissometer were checked to insure that 
the alignment between sources and detectors had not been 
disturbed. The transmissometer was checked by insuring 
that a zero and a one hundred percent opacity reading were 
realizable. The optical detector system was checked by 
measuring the maximum detector outputs and comparing them 
to output data taken when the system was first installed 
and aligned. 

Once it was evident that the measurement equipment out- 
puts were reliable and correct, air pressures within the 
test cell were adjusted. Using the remote control cart 
(figure 16) located near the computer console, pneumatically 
actuated valves in the six-inch suction line and the three 
high-pressure lines were opened. The computer then analyzed 
Mesence!}] conditions and a printout of test cell pressures, 


temperatures, and flow rates was provided. The pneumatically 
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actuated valves were manipulated until desired test cell 
Bemaitions and flow rates were set. 

The air flowing through the test cell caused the optical 
detector system outputs to decrease and the opacity reading 
from the transmissometer to increase slightly. In order to 
obtain test results due to exhaust particulate only, the 
transmissometer was rezeroed and the new one hundred per- 
@emte transmittance point for each output of the optical de- 
tector systems was marked on the strip chart recorders. 

With final adjustments made, the fuel tank/cavitating 
venturi pressure was adjusted to provide the desired fuel 
flow rate (figure 5). An oxygen/ethylene ignition torch was 
used to ignite the JP-air mixture within the combustor. 

Once the desired combustor exhaust temperature was 
achieved through manipulation of the fuel flow rate, and 
steady state outputs were obtained, a particulate sample 
and data were taken. In all tests conducted during this 
investigation values for fuel tank pressure, venturi pres- 
sure, NO, concentration, opacity, and combustor exhaust 
temperature were manually recorded. The latter two were 
also recorded by a strip-chart recorder. Once JP-4 data 
were obtained, the fuel additive pumps were activated. 
Additive flow rates were adjusted until minimum opacity 
readings occurred. Data were recorded at each pump setting 
and a particulate sample was collected when the minimum 


Opacity readings occurred. After data collection was 
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completed, and the engine had been shut down, post-run 
zeros and one hundred percent points were marked on the 
strip chart recordings to insure that alignment of the op- 
tical measuring equipment had not changed. 

In order to standardize the experimental investigation 
of fuel additive effects on smoke production, the fuel 
flow rates and air mass flow rates were set to the same 
values each time a test was conducted. Nominal values for 


test cell air mass flow rates were: 


6 inch suction line ------ 1.031 (lbm/sec) 
3 inch bypass line ------- .939 (lbm/sec) 
Combustor primary air ---- .281 (lbm/sec) 
Combustor secondary air -- .198 (lbm/sec) 


These settings provided a test cell augmentation ratio of 
3.95 and an augmentor tube mass flow rate of 7.025 (lbm/sec) 
with the nominal flow resistance grid installed in the ex- 
haust stack. The cavitating venturi pressure was normally 
set at 560 psig to insure a fuel flow rate of .0169 (lbm/sec) 
and a combustor exhaust temperature of 2010°R. 

The particulate samples collected during each test were 
analyzed for varticle size using a scanning electron micro- 
scope and the results were used to verify data obtained from 


the outputs of the optical detector systems. 





IV. RESULTS AND DISCUSSION 


fee «= LNTRODUCTION 

Four series of tests were conducted during this investi- 
meron. Two series of tests were completed using Ferrocene; 
one on 10 November 1981 and the other on 19 November 1981. 
The tests using 12% Cerium Hex-Chem and 12% Rare Earth Hex- 
Chem were both conducted on 19 November 1981. 

The data collected during this investigation are sum- 
marized in tables I and II. Recorded data and data reduced 
from strip chart recordings are summarized in tables III, 
ivepeand V. A typical set of strip chart recordings is 
shown in figures 39-42. To supplement the information pre- 
sented in tables I-V, pertinent data from these tables are 
presented graphically in figures 17-22. SEM photographs of 
exhaust particulate collected during the fuel additive 
tests are shown in figures 43-52. 

Ali data presented should be analyzed for trends and 
averages vice specific point data since the sampling tech- 
nique did not average the momentary changes in test cell 
air flow rates caused by compressor fluctuations. As an 
example, figure 17 shows the discrete data for combustor 
fuel/air ratio connected by a series of straight lines. A 


least-squares polynomial fit of the discrete points results 





in an average combustor fuel/air ratio shown by the dashed 
line. 

Figure 17 implies that significant changes in stack gas 
opacity and engine exhaust particulate mass concentration 
(Cr) result from small changes in combustor fuel/air ratio 
(f£/a).- Combustor exhaust temperature iy and combustor 
fuel/air ratio are directly related and both serve as good 
indicators of overall engine operating conditions. 

In an effort to determine the effects of fuel additives 
and test cell operating conditions on opacity, and average 
particle size (D5) and mass concentration; run-to-run 
variations in combustor exhaust temperature were considered 
in analysis of the data presented in figures 17-22. If a 


remained constant, changes in opacity, etc. should be due 


primarily to varying fuel additive concentrations. 


[eA DOITIVE EFFECTS ON STACK GAS OPACITY 

Figure 18 summarizes the effects of additive concentra- 
tion on stack gas opacity for each fuel additive tested. 
ror additive concentrations of zero, the points plotted 
actually represent the average value of opacity taken before 
and after the fuel additive test. Ferrocene and 12% Cerium 
Hex-Chem produced significant decreases in test cell stack 
opacity for additive concentrations between twenty and 
thirty milliliters per gallon of JP-4. The additive 123 


Rare Earth Hex-Chem did not work well as the stack opacity 
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actually increased as the additive concentration was 
increased. 

Ferrocene was tested on two separate days with slightly 
different test cell operating parameters. The tests on 
10 November were conducted at a slightly higher combustor 
exhaust temperature than the tests on 19 November. In- 
creasing combustor exhaust temperature tends to decrease 
the opacity and this is why one curve appears lower than 
the other on figure 18. However, the effects of ferrocene 
were about the same on both days with a twenty-five to 
thirty percent maximum decrease in opacity. 

The 12% Cerium Hex-Chem additive was also tested on 19 
November with essentially the same results as Ferrocene. 
The curve in figure 18 is lower than for Ferrocene, partly 
due to the higher combustor exhaust temperatures during the 
oS . 

To summarize, 12% Rare Earth Hex-Chem increased stack 
gas Opacity rather than decreasing it. Considering varia- 
tions in test cell operating conditions, Ferrocene and 12% 
Cerium Hex-Chem additives both decreased opacity about 
twenty-five to thirty percent for additive concentrations 


between twenty and thirty milliliters per gallon of JP-4. 


Se ADDITIVE EFFECTS ON D35 
Using the three transmittance values derived from the 


strip chart recordings (Table III), three extinction 
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coefficient ratios were determined for each fuel additive 
concentration tested. With the use of the Mie Scattering 
computer program outputs and equation 5, three D35 values 
were determined for each additive concentration for a spe- 
cific complex refractive index and standard deviation. Sam- 
mire Outputs of the computer program are included as figures 
23-38. The refractive indices and standard deviations used 
in these figures were the only ones which provided consist- 
ent Dj, values (from the three transmittance ratios) 
throughout this investigation. An average value of Dy, + .03 
microns was used as the basis for accepting data derived in 
the above manner. The derived values for engine and stack 
exhaust mean particle diameter (D3 5) are shown in Table IV. 
Stack values are also presented graphically in figures 19- 
a2. 

Throughout this investigation D5 varied between .18 and 
.24 microns with an average value of about .21 microns. 
Considering the inaccuracies in measurements of the trans- 
mittance values, .18 to .24 microns was not considered a 
Significant change in average particle diameter. For this 
reason, it is felt that the particle diameters remained 
essentially the same throughout all the tests and that vary- 
maeadditive concentrations had no significant effect on 
D254. The data presented in table IV also indicated that no 
variations in particle diameter occurred between the engine 


exhaust and the stack exhaust. 





D. ADDITIVE EFFECTS ON MASS CONCENTRATION 

Using the derived D5 valwes from table IV, figures 23- 
38 were entered to determine a value for the extinction 
coefficient (Q,) at each wavelength of light analyzed. The 
curve used in determining Q, had the same complex refrac- 
tive index and standard deviation as the curves used to 


Seeain D Equation 6 was then used to calculate a mass 


Bz. 
concentration value at each wavelength. The value for 
particle density was assumed to be 1.5 am/em? . The value 
for L was .762 meters at the stack exhaust and .0498 meters 
at the engine exhaust. Calculated values of concentration 
are less accurate than D3. values due to the uncertainty in 
Meeneo and ©. Table IV lists the results for wavelengths of 
10000 Angstroms (engine exhaust) and 10140 Angstroms (stack 
exhaust). The mass concentrations obtained using the other 
wavelengths were essentially the same and are not included. 
Engine and stack mass concentration values are also plotted 
in figures 19-22. 

The mass concentrations at the engine and stack exhausts 
were Significantly affected by the fuel additive concentra- 
tions and also by variations in the combustor operating con- 
ditions. As the combustor exhaust temperature increased, 
the mass concentration decreased and vice versa (Figure 17). 
For approximately constant combustor conditions, Ferrocene 
and 12% Cerium Hex-Chem tended to decrease the mass con- 


centrations Sor additive concentrations between twenty and 
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mercy milliliters per gallon of JP-4 while 12% Rare Earth 
Hex-Chem tended to increase the mass concentration as addi- 
tive concentration was increased. 

Since there was a Significant decrease in particulate 
mass concentration between the engine exhaust and the stack 
exhaust, mass flow rates of particulate at the engine and 
stack were calculated to determine if the decrease was due 
in part to chemical reactions within the test cell or due 
mepectly to the dilution by augmentation air. The particu- 


jmaee mass flow rates can be written as: 


Me 6 Serie 2 (7) 


Meo = Cm,2 (8) 


S S 


Q is the volume flowrate which can be calculated assuming 


perfect gases from 


Q=av = Re (9) 


at the engine and stack exhausts. The following assumptions 


were made in these calculations. 
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Tengine ~ "MIX ~ B 
eT 


The particulate mass flow rates were then ratioed: 


eS eee ...: CmeMeTurx (10) 
tte, Cms25 CmgMs7tR 
Within the limitations of the above approximations, a ratio 
of 1.0 would indicate that there was no change in the mass 
flow rates of particulate between the engine and stack ex- 
haust; therefore, any decrease in mass concentration at the 
stack would be due strictly to dilution of the exhaust par- 
ticulate with augmentation air. Table V presents these 
ratios and the general results indicate (within the limited 
accuracy of the calculations) that no significant chemical 
reactions involving the particulates occured within the 
augmentor tube or exhaust stack. 

In summary, fuel additives and increased engine operating 
temperature decreased the mass concentration of exhaust par- 
ticulates, and the decrease in mass concentration between 
the engine exhaust and stack exhaust was due primarily to 
dilution of the engine exhaust gases within the augmentor 


tube. 


B. SOOITTIVE EFFECTS ON NO... CONCENTRATION 
Values for NO. concentration measured at the stack ex- 


Mest are included in table III. None of the additives 





produced any significant change in NO, Senecenerattons at the 


stack exhaust. 


F. SEM ANALYSIS OF ENGINE EXHAUST PARTICULATE SAMPLES 

Scanning electron microscope photographs of engine ex- 
haust particulate collected during tests with JP-4 only are 
shown in figures 43 and 44. The variation in particle 
diameters exhibited in these photogranohs is of particular 
interest. Figures 43 and 44 show individual particle sizes 
Poamyang from about .05 microns up to about .40 microns. 
D235 values determined using the light transmission technique 
represent the volume-to-surface mean particle diameter based 
on a specific log-normal distribution. As an example, a D5 
value of .21 microns, derived using a complex refractive in- 
dex of 1.8-.60i1 and a geometric standard deviation of 2.0, 
is the mean of the distribution. The tails of the distri- 
maleron for this case were .031 microns and 1.20 microns. 
Therefore, particle sizes inside the tails of the distribu- 
tion are to be expected in varying amounts. The predominant 
particle size should occur around the mean and this appears 
to be the case for both figures 43 and 44. The optical de- 
tector system provided values of .20 and .21 microns for 
tests conducted using JP-4 only. 

Figure 43 also shows large agglomerations of particles 


but it is not known whether they formed within the combustor/ 


tailpipe or whether they formed during the sampling process. 
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Figures 45 and 46 are SEM photographs of particles col- 
lected during fuel additive tests with Ferrocene on 10 No- 
vember 1981. The fuel additive concentration was 32.30 


ml./gal. JP-4. AD.,, value was not calculated from the 


52 
photographs but the particle sizes in the photographs appear 
to be very similar to those in figures 43 and 44. 

Figures 47 and 48 are photographs of particles collected 
during tests on 19 November 1981 with a Ferrocene concentra- 
tion of 19.20 ml./gal. JP-4 and figures 49 and 50 are photo- 
graphs of particles collected during the same tests with a 
Ferrocene concentration of 28.80 ml./gal. JP-4. The photo- 
graphs again indicate no significant change in particle 
diameters when compared with the photographs with no addi- 
tives (Figures 43-44). 

Figures 51 and 52 are photographs of particles collected 
during tests with 12% Cerium Hex-Chem. The additive concen- 
tration was 19.60 ml./gal. JP-4. Although there were fewer 
particles in these particular photographs, there did not 
seem to be a Significant change in mean particle diameter 
when compared with the photographs of the other samples. 

Particle samples were not taken during the tests using 
12% Rare Earth Hex-Chem. This additive did not reduce 
Opacity, and it was felt a sample would provide no useful 
data. 

Overall, the SEM photographs indicate that the values of 


D4 determined using light transmission measurement were 





reasonably accurate representations of the actual average 

 sarticle sizes. No attempt was made to determine D25 from 
the photographs because of the probable effects of the col- 
lection method on the sizes collected and on the agglomera- 


tion processes. 
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Veuee> UMMARY SOF SRESULTIS 


From the data collected during this investigation, it 
appears that variations in test cell exhaust opacity were 
due primarily to changes in exhaust particle mass concentra- 
tion rather than to changes in exhaust particulate size. 
Increased combustor temperature and the effective fuel 
additives both reduced the amount of particulate matter. 

The effects of increasing augmentation ratio were to simply 
dilute the exhaust stream, reducing opacity but not changing 
particulate mass or size. 

The optical determination of mean particulate size at 
the engine and stack exhausts appears to be a good and 
reasonably accurate technique for evaluating the effects 
of engine and test cell operating conditions and fuel com- 


position changes on the emitted particulates. 





°sjtun/sbutpesy uuwn{too Jo uotjzeueTdxs TOF suotyetasraqqe pue sToquiAs jo stTqey 


“T861 ASqUSAON G6[ UO pazDaeTTOO eAep AT9YRAO TTe 


CGO 
CorO- 
Bie 0” 
Soul" 


ie” 
EEL O- 


Peco” 


Toe U 


TOO" 


6070° 


E8E0° 


8TVO™ 


OLED* 
OLED’ 
OREO 
Ono” 
EEO” 


s+d 


| 


| 


c890° 
C890 
Bee: 
SCO” 


ESS Se 
C0 
O290" 
S07 


0690° 
L£890° 
8990° 
beoCs 


ECO)” 
BEoQ: 
BEI” 
eoG 
ECoU 


“Gl 


SLSadb 


HAT LIGGW 





ONTUYNd SALWY MOTH TT bSdiud 


I atava 





99S 
-T861T ASqWSeAON OT uo usyeq eReCy 
GST° 2@S2° 668° 0°O /WHHO-XSH HLYVA FUWU 82 
GGT° 2S2° 668° O9°LP/WHHO-XAH HLUVA BNW 32TI 
G8T° OLZ° T28° OT’6T/NHHO-XFH HLYVA AUVA SZT 
V6T° vPre> 988° 0°O /NSHO-XSH HLUWA BSUWY &zTI 
68T° SGc° TE8° 06°8P/WHHO-XSH WOIYSO &2TI 
G8T° GSZ° TE€E8° O£€°672/HAHO-XAH WOIYAD &2T 
E8T° OSZ° 228° 09°6T/WHHO-XOH WOLYSD 32T 
GLT° 672° EB’ 0°O /WHHO-X3H WOIYAD &ZTI 
8LT° LZ Z2P8° 0°O /SNA00UNdEA 
691° 82° 628° 08°872/SNS00UUT A 
O6T° SSZ° 0GS8° 0c °6T/ANSOONNAA 
rob 2 ebsa. One” 0°O /ANSOOUUNTA 
98T° 892° O€8° O€ °ZE/ANFOOUUNFA y 
98T° 892° O€8° OT°62/3NADOUN ALT ¥ 
98T° 892° O€8° 06°S2/SNAOOUNT A ¥ 
98T° 892° O€8° OL°727/ANAOOdUAS 
98T° 892° O€8° 0°O /FNADOUUT y 
Su A dd (p-dr “Teb/* Tw) 
° ° : NOLLVWYULNAONOD 
/AATLIGGY 


44 





-sqtun/sbutpesy uwn[too Fo uoTtAzeue[dxs AOF suotjzetAsaqqe pue stoquAs Fo 
‘T8611 ASQqUSAON OT UO pa zdaTTOO 


GGUC 
GoUc 
GCUC 
Gaur 


OvO0C 
Sou 
ee UG 
NOG 


CLO! 
Glo 
L6o6l 
L10¢ 


800C 
L90¢ 
ETOC 
8S0C 
8PO0C¢ 





pool 
OT 
vrOl 
Of OT 


B20) 
S701 
T9OT 
vvOl 


cOOT 
fool 
6rol 
cvOl 


BOOT 
890T 
890T 
890T 
890T 


XIW 


09 
O09 
009 
cv9 


org 
€ v9 
vv9 
€v9 


S19 
ve 
a6 9 
609 


cv9 
cv9 
CU 
cv9 
cv9 


O88l 
S88l 
O88sl 
S881 


Oc6l 
Oc6l 
Oc6l 
O06T 


aia 
068] 
068T 
O06T 


OT6l 
OT6l 
OT6TL 
OT6T 
OT6T 





Z09 
Eve 
09 
E09 


ee 
OT9 
609 
609 


TZS 
809 
609 
O19 


809 
809 
809 
809 
809 


dd 


“T861 XASQWSAON 6T UO paRzOSTTOO ejep ABsYyAO [Te 


Dieey, 
Sie. 
eo 7 
po°? 


69°90 
GOV 
oe V 
aie 


pL°D 
TO'S 
ECL 
Cl. S 


LL’D 
Os 
ELV 
CV 
LL’D 


OLLWY 
ony 


Coe 
Gree 
690 vi 
Vo Vee 


Cau 
CCL 
D9 Gant 
Bit Gree 


UEGGE 
V8P-L 
Oe 
Siac 


S02 
0 Tae 
900 'L 
iOaee 
2. Uae 


0°O /WHHO-XdH 
09° LP/WHHO- Xd 
OT’ 61/WHHO-XdH 
0°O /WSHO-xXaH 


HLYVaA 
HBLYVA 
HLYVa 
HEYA 


STqey sas 


eqedy 


aadwa 
aay 
adv 
aavy 


ocl 
cc 
scl 
acl 


06°80/WHHO-XYH NNI&ao scl 


0€°6¢C/WAHO 
09°6T/WHHO 
0°O /WHHO 






(p-d@r 


—Xa@H 
-XdH 
—-XaHH 


0°0 


WATHYHO scl 
WOATYHO 3c 
WOTYHO Scl 


/ANSOONN A 


08° 872/UINFOONNT 
OZ °61/SNSOOUNAA 


0°0 


/ANAODONN A 


O0€ ° CE /ANAOONNA CE x 
OT’ 62/4NAOONNTS x 
06°SC/ANTOONNT 
OL° C7 /ANAOONN AG x 


0°0 


"Teb/* Tw) 


/AND OOM Hel x 


NOT LVYLNYONOO 
GAT LIGGY 


SLSGAL AALLIGGY ONIYNd SAYNLVHAdWaAL/SALVa MOTA TTHO LSad, 


Il WiIdva 


45 





“T86T 


OL 88 
Nee 
05°98 
0c 88 


Of ° 26 
OT €6 
OV c6 
OV C6 


OV 88 
OV ~ 06 
OL°T6 
OV 06 


08°16 
OV 96 
09°76 
O£° C6 
0S° 88 


0007 


a 


OV C6 
0S°T6 
06° 06 
OV c6 


OV S6 
OS SiG 
00°S6 
OL° V6 


OL°T6 
09°t6 
OC ° V6 
09° €6 


OL° L6 
OT 86 
0° 96 
06° 96 
OT°€6 


€V69 


i 


OV 6 
OV €6 
OV £6 
OL° V6 


Og Lo 
Oc L6 
OL 96 
OV 96 


06°€6 
OV S6 
O° S6 
06°76 


8. £6 
OT’ 66 
hae 
oe 96 
00°S6 


0O000T 
Cr 


00°S9 
Ver .19 
00° 8S 
Wee 


OS mae 
OOF Ee 
OL ge 
06°79 


08°19 
Oise 89 
Oc VL 
07°69 


Eee 
07°98 
00°S8 
0c 18 
O8°EL 


00ST 


oe 


Sse 
08° 89 
He “99 
Cc EL 


06°08 
has: 
09°T8 
Ov OL 


06°69 
CE Se 
OT 08 
Oo 


ets 
05°68 
OT 68 
07° S8 
00°6L 


00S9 


one 


OV RIGIE 
Oc 8L 
OV '9L 
0€° 08 


OG LS 
0€° 88 
00°88 
Oc V8 


OV SL 
Ui es 
Wie 98 
OT V8 


OC 68 
08° £6 
08° £6 
01°06 
O98 


OVTOT 


a 


Til Widvas 


TOQUSAON 6[T UO paezOeTTOO ezep ASURO TTe 


Oworm or 
Neier 


~K AN © 
SN 


Soo, 
NNN N 


0S° 690 
O9°ES 
06 °9%S 
OT’ 8 


O6°EE 
Om ee 
OTe 
Oey 


O£° 0S 
ViOTeE 
O6 VE 
Vir 


00°CR 
VEE 
08°82 
08 8 
On Ge 


ALIOVdO 
LNAONdd 


°sqtun/sbutpesy uwunjtoo jo uotjzeue[,tdxs AOF suotzetaAsaqqe pue sToquAs jo 
OTqGeTteae jou 
-T86T ATSQUSAON OL UO paqzdeTTOO 


0°O /WHHO-XdH 
09° LP/WHHO-XdH 
OL’ 6T/WAHO-Xal 
0°O /WHHD-xXaH 


06°80/WHHO 
0€°67/WAHO 
09° 61T/WHHO 

0°O /WAHO 


(p-d£r 


—-XHH WOTYHO 
—-~XHH WOTYAO 
—-XHH WOTYAO 
—-XHH WOTYHO 


28TqGe4 99S 
po eae 
eBFedy 


dda 
ad va 
ada 
awa 


HLTA 
HLA 
H&A 
HLYVA 


ecu 
SGI 
creak 
cl 


scl 
SCL 
Bell 
SCI 


0°O /ANHOOUNA 
08° 8¢2/ANATOONNTE 
02° 61T/daANATOONN TA 
0°O /ANAOOUNTA 


O€°ZE/ANTOONUNTA» 
OL°67/SNADONN TA 
06°SZ/ANSOONUNTA 
O£°77Z/ANADOWI Ad »¥ 
0°O /ANAOOUUAG x 


*Teb/* Tw) 


NOT LWULNAONOO 
/AATLIGAY 


x 
SANIVA AONVLLIWNSNVYL GNVYV “SNOTLVYLNAONOD “ON ‘ALIOWIO SVD MOWLS 


46 





"sqtun/sbutTpesy uwnjtoo Jo uotyzeue[dxs AJoOFJ suotyzetasizqqe pue sToquwuAs jo stTqeq sas 
oie Lee see tomes og — 
"T86T ASQUSAON GT UO paqdaeTTOO eRep AsUAO TTe !TBE6T ASqUIeAON O[ UO pazOaTTOO eyjedy 






0°2/T99°-G6°T = wu (d G°T/T99°-G6°T = wu (d 

0°z/to9°-O8°T = wu (q G°T/to9°-O8°T = wu (e 

>UOTIeETADSP pAepUueRS/xX9pUuT SATAOeVAZaA xoTduoos of Aoy 
9°TSZ OF’ s9 p’q #€0° F €Z° Pay 20 oc” 0°O /WHHO-XSH HLYVWA ANVA 3ZT 
----- 01°99 —------------- Pec oo 500) 6s. cc 09° LP/WHHO-XFH HLAVWE AUVY ZI 
6°66Z OT°SL D Cee cO- + 77 Qq : TO° ¥ 22° OLT°6T/WHHO-XHH HLMVA FNVY ZI 
GeeuG OV°r9 D Gaecor t 0c: q ‘ TO° ¥ 02’ 0°O /WHHO-X3SH HLUVA AUVU 3ZI 
Z°8ZT 06°6E o’e =T0° F 61° TI <CQ0r a4 UCC - 06°80/WHHO-XUN WOATYEO scl 
9°7ZT OT’ PE 5 eaeO 2 t LLCO P’q ! TO° F 02° O€ °672/WHHO-XHH WATYAO &Z1 
EES O8°LE p’q ‘10° ¥ 8T° q ‘100° F 6T° 09°61T/WHHO-XSH WOINAD &ZI 
8°6PT ----- P !T0° ¥ [2° --------------- 0°O /WHHO-XSH WOIYNSO 3ZT 
T° Sz OV°OL Pp -TO° FF FZ" q * €0° # €Z° 0°O /ANHOONUNTA 
0°S0Z OZ° 0S RP Gee coe + 12: Didi *2GQe 4s 12- 08° 8Z/ANFOOUUNTA 
O°Sscdt 00°OR Pieces + FC” P Gece cc” 02° 6T/EANHOONNT A 
----- OT°TS -------------- Cees ee eOce 0°O /ANHOOUNN 
----- OGree —------------- Gd 2600: 7s OZ2- O€ °7E/ANAOONUA 
ae Oe 2oageea > oS ove f€00° F 722° OT’ 6¢/ANHOONN AA x 
E°E€Ol OS°LT Pee 10s: ce 9 *700° ¥ 02° 06°S2/ANHOOUU AG x 
lees 06°92 —------------- Bo: COQ. F. 0c: 0OL°2Z/FANAOOUN A ¥ 
= O€°OP —-------------- ea ! O12. 1c” 0°O /ANAOOMIAA ¥ 
(OOOOT) (OFTOT) (O000P/EFE9/0000T) (00S%/00S9/0FTOT) (p-dr °Teb/* Tw) 
ANIONG MOVLS LSAWHXS ANION LSAWHXS WOWLS NOL LWYLNAONOO 

=1nt ou Zee CEa /GATLIGGW 


ul 
LSaL HOWE WOT ( 0) SNOTLVYYLNAONOD SSYW ANV (aoa SYGLAWVId ATOTLLYVd NVdW 


AT daTavb 


477 





*sqtun/sbutpesy uwn{tToo Jo uotzeue[dxs AOF suotyertasaqqe pue stToquAs jo 


“I861 ASqUISAON G6[ UO pe zOSeTTOO eRep AsyAO TTe 


GO°T 
Itt 
LOT 


76° 0 
cue 
Ste 


CO 
C Oat 
Lot 


OL 


“OTQeTTeae Jou ezeG- 









*T86T ASQUSAON OT UO pazOSTTOO e7edy 


eTqe7 oes 


TL°S 0°O /WHHO-XdH HLYVA AUVa cl 
ea O9°LP/WAHO-XdH HLYVA AUVA sc 
COTS CT °6T/WHHO-XdH HLYWH FNVY SZT 
€6°S 0°O /WHHO-XdH HLUVA AUVA Bc 
T6°S 06°8P/WHHO-XdH WONTYAO &2T 
T6°S O€ °67C/WHHO-XHH WOTYAO 3c 
6L°S 09°6T/WHHO-XdH WOATYHAO 3cT 
Ta 0°O /WHHO-XHYH WNIYAO scl 
Gs a 0°O /ANSHOOUNTA 
C9 a 08°8c/ANAOONNAA 
PO es 02° 6T/ANAOONNS A 
Ce 0°O /ANAOONNAA 
L6°S O0€ ° CE/ANAOONNTA x 
L6°S OT°6c/ANATOONNTG ¥ 
L6°S 06°S7/ANAOONN ALT x. 
£6 °S OL°77/ANATOONNA A x 
£6 3S 0°O /ANAOONUT A» 
"5 (p-de “Te /° Tw) 
NOT LVaULNAYONOO 
/AATLIGGY 


LSaL AALLIGGY HOVE YOd SOLLVY/SALVa MOTH 


SSWW ALWINOLLAVYd GNV SdLvVe MOTH AWNTIOA TIAO LSaddb 


A ATA 


48 





c¢ 
2 
- 
o 
@ 
Vv) 
—~= 
@ 
f-- 





Sioeoeale Turhbojer slest Gel | 


3 


Pour e 


07 





TOFSNquUOD TTeD Asay, 3ZelCoqany, 


USE So 


aTROS 


Sen), he 


qns 


@ 2srnbTy 


a Ss 
* 
N 





a0) 








Figure 3. Portable Fuel Supply System 


Sa 





NE 


mn 


SS 


Signal Conditioner / 


Display Uni 


Sere 


re 


BS 
% 


Do 
4 





Remote Control Panel and Signal Conditioner/Display Unit 


4. 


Figure 





600% 


PRESSURE (psig) 


500! 


beara 


400 


300} 


| C < 
xd maximum back pressure 


k 


=" O15 920 
FUEL FLOW RATE (Ibs/sec) 


Figure 5. 0.016 Inch Diameter Cavitating Venturi; 
Gamtpration Cunve 









cadaneolallit Ee lhe 


U1 
CJ 





sdund 


HuTASIOW UOTSTOIIg 


e 


Qg9 oanhty 


* 


SS 
SN 





54 





Co 


Oc 


SSAIND uoTtzeAqTTeD) dung HhutAsjZop] uo tsto9sIrag 


(Sayout) buigyas sapyawousrw 


(oa niba | 


et vl ZC ea. een A 
3}02 MOjp WNW 
oN 
‘io 
ae 
S 
oil 
a 


2jD02 MO|y WHWIxow 


cO 


(UI /{W) 3404 MOI} 


if) 
tf) 


SUOT}eEOOT AOSUDS oinjzerodusy, pue dey, exAnssoid °8 oinbt4 


JUN IVYAdNAL DILVIS (1) 


AuNSSAYd OLLVLS (4). 


SUNSSSAYd TWLOL (ta) 


410 Asppuo2as 


G@) 
Se ASH 
|| INS 
Tt AE 


20ySNquwo2 i 


LZR youl 9 


ajo Asowtsd 


oe 
» aN 


a IE 
1G Coo 


42U24yb1044S MOI 





vagets 
buseet 
beatae 


(4). 


yI04sS 





Transmissometer 
Detector 





Figure 9. Transmissometer Source/Detector Unit 


Ot 





‘ 


ae = 


U1 





CO 


wo ah eprint i 


Light Detector 


LOR 


PLouiie 





1079e90q TeoT3doO ey} YybnorzyL yed AYUHTT Fo oTQeEUBYDS “TT sanbtg 


S43gip Apisuap joupnau 
4agtig SSOd MOss0U 
2poipoyoud 


= SS = || ——_ —— 1 — a 


42yayids woaq 








‘ 
¢ 
. 
zt 
2 
, 
$ 
> 
2 


e 


SANNSAA. 


SMES 


MMos 


SEY 





60 


Collimated White Light Source 


12a 


Pe ciac 








61 


13. Sampling Train 


Figure 





Hut tTdues 


“Ppl oanbty 





aqny 
JOpuawbny 


62 





5 


NIBOGEN Che 
MOE 8S 40 


+ 


Mi 


We areaesaed 


aired pone © OPLDOEL Oe * 





ne AAAP ES * 


Ov 


OJ) 


ie 
tye 


tonnes 


ae a 
epomecencccosmam 3 


Pe eNO AT CLI L OE 








Nitrogen Oxides Analyzer 


1. 


Pigure 





Os Oud 


uOD DJ IzOUIDY 


T 





64 





100 





¥y 
E 
© 
! 
z 
° 
x x 
es 
= = 
> = = 
- a 
a oO ° 
< 5° i 
; ne IBS 
50 a _ 10 a 
OPACITY <% < 
uJ oe 
© = 03 4 
x > 4 
2 > E LL 
<o O06 
= ce 
a< oO 
is 04 
z = 
025 
uJ © 
1970 2020 2070 
COMBUSTOR EXHAUST TEMPERATURE (°R) 
Figure 17. Graph of Engine Mass Concentration, Stack Gas 


Opacity, and Combustor Fuel/Air Ratio vs. 
Combustor Exhaust Temperature for JP-4 


Ov’ 
Ul 





Ajtoedo sey yoreqs uo uotAzeAAUaDUOD SATITPPY JO SROOFIP “OT oanhty 


(p-df 106 / aaijppo jw) NOILWHYLNSONOOD JAILICGOV 


OS Ov O¢ O¢ Ol 









= meme s 
memes 5 
“n° Ome © cee, 5 
== » 
=! ©ammems « 


——_ 
—_ 
a * 
aa * 
* awe oman © 
7 CO © meee «eee, a ow ® 
° eee ame © 
come + ames a ° 
o ar 


ALIOVdO IN3Z0¥Sd 


3N390uy 34—— 
W3HO-X3H WNINAD %Y/ozI—- — 
W3HO-X3H HLYV3 3YVY Yo2l---— 


Oot 





300 ENGINE C,, 


PERCENT OPACITY 


MASS CONCENTRATION-C,, (gm./liter) «10° 
Oo 
O 





= 1OO 
ae 
Te 2000 
om | 
200 ” lus 
© = 
2 = 
& P 
UJ 
= a. 
OPACITY a = 
_— 
7 50 
ee, 
< 
= 
x< 
STACK Cry as 
x 
O 
i 
D32 z 
a 
= 
O 
O 
0 IO 20 30 40 50 
ADDITIVE CONCENTRATION (ml/ gal. JP-4) 
Figure 19. 12% Rare Harth Hex-Chem Concentration vs. 


Bug ne/ stack C, Stack Gas Opacity, 


et 
and Combustor Exhaust Temperature oe 





300 








100 
= ~ 
° o 
x See 
~ S] 
—-° a 1 a 
= n = 
> 3 S S 
Ee o ke a 
= ENGINE Cp, & cx q 
E a & i 
= ) = = 
. a tu e 
= - 
9 50 
: g ye 
a 100 OPACITY = 
= iS 
Lid 
2 x 
9 So 
ro) = 
> D032 ——_—— S 
vy STACK Cc, 3 
= ro) 
O 
O lO 20 30 40 50 
ADDITIVE CONCENTRATION (ml/gqal. JP-4) 
Figure 20. 12% Cerium Hex-Chem Concentration vs. Combustor 


Exhaust Temperature, Engine/Stack Ca! Stack Gas 
Opacity, and D5 


63 





300 





© & IOO 
Oo wa 
= re eS ss Te 2000 u 
| 
= ~ a 
#200 a = = 
= = = = 
e NGIN o 
mt a ee 
& ” = z 
4 : > Le 
S & 50 i 
= 
B00 x 
TY OPACITY | 
O x 4 
= O 
° in 
—----- ao aoe = 
2 STACK Cry = 
= ) 
0 10 20 30 40 50 
ADDITIVE CONCENTRATION (mi./gal. JP-4) 
meemure 21, Ferrocene Concentration vs. Combustor Exhaust 
Temperature, Engine/Stack Cal Stack Gas Opacity, 


and D55- 19 November 198é1 





300 


6 


xlO- 


) 
Oo 
O 


100 


MASS CONCENTRATION-C,, (gm./liter) 


100 
' 0 
; 000 
Ww 
' 
> 
°o 
5 e < 
E i 
¥ 1500 5 z 
a UJ O 
= & 
mh OU) 
= 
<< 
Be 
x< 
OPACITY i 
(000 x 
© 
5 th 
82 nm 
STACK Cm S 
© 





lO 20 3 40 50 


ADDITIVE CONCENTRATION (ml./gal. UP- 4) 


Emagure 22. 


Ferrocene Concentration vs. Combustor Exhaust 
Temperature, Stack Cy, Stack Gas Opacity, and 
D3,. 10 November 1981 





G°T/T09°-8°T = w 
(COSP ‘00S9 ‘OPTOT) SOTIEY YUSTOTJJOOD uoTtROUTAXE “sa Clq 


SNOHYSIW “YSLSIWUIOC 


O°1 8°O 9°0 h°O ew) 





eae 


aInbT 4 


{NalJlaa300 NOJIINILXAS 


SUlTLGd 


a 





(O0SP 


“COS9 


CG (7/109) -007 f= 


‘OPITOT) QUSTOTJJOOD uot AoUTAXA 


SNOYITW “HSL4SWuIG 


R°0 9°0 iad) 





C-9-9-9-@ oo -_ 


=> 7” 
— =v a | 





vy oosr™* 
y oos9** 
Y Oviol =X 
a : 


aS Aw Ot 


A) 


0) 





"pz eanbtTg 





iT) 


INTLX3 


NOEL 


ee 





NS 





0°z7/T09°-08°T = _w 
(00St ‘00S9 ‘OPTOT) SOTReY QUeTOTZFOON votAoUuTAX” ‘sa Clg 


SNOYODIW “YSLSAWHIOC 


"GZ sanbtd 


O°T 38°O0 9°O h’O A 


0°O0 





OC Poms it 


= w !(0OSP ‘0069 ‘OPTOT) AUETOTFJE0D uoTyOUTaxa “sa SFq +97 SaNbTA 


SNOYODIW “YSA1LSWUIO 


Oe B*O 30 in Ca) O20) 





O'c= 0 


109-81 = w 





Y OOSP-X 


° 


y 00S9=Y : 


Y OvIOI=¥ 


NOTLONILXS 


\ 
i 


S247 233 


eS 


(O0OSE ‘0069 ‘OFTOT) SOTJeEU JUSTOTJJa0D uotOuTAXA “sa Ckq 


“YSILIWNIO 


SNOYITW 


8°0 


SI= 0 


I99-S61- Ww 








OOSP 
O00S9 


OO0S9 
Oriol 


OOSP 
OPlOl 


GS°T/T99°-S6°T = 


‘) 


% 


% 


‘a 
% 


% 


4) 


oY 


"472 oanbtJy 


0°O0 


“ 
7 


cS 





aul Sal B°O Shit) 


G°T/T99°-G6°T = Ww (00S ‘0069 ‘OVTOT) JFUETOTFJOOD uoTAOUTAXH ‘sa C*q ‘gz oaNnhra 


SNOYDIW “YSLSAWEIC 








oe 

—4 

gi=0 is 

; Page (") 
199'-S61=w - 

Cy 

ee 

() 

Cy 

mi 

v 00Sb=¥ a 

V 00s9O~X = 

V ObIOI=* ie 

° fata 

Ze 

—+ 





(O0SE ‘0059 ‘OFPTOT) SOTJeY QueTOTZJOOD votyzoUTAXY| 


SNOYOIW “Y 


=| ess aa 





a0 





Oviol 


OO0SP 
OrlOl 





0°c/T99°-GS6°T 


JLAWEIC 


[on 


eet 
oon 


"6¢ eanbty 


a) 





h°O 


RX 


NOTLIUN 


WS 


id 





0°¢2/T99°-S6 


(00 


GY 


8 





“0 9°0 ino) 


‘00S9 ‘OPIOT) QuetoTsze0D uot zoUTAX” ‘sa Cbg 


SNOYODIW “YSLSAWbIG 


ON 
© 





vy O0Sr = 
v 00s9=¥ 
¥ OPIOI=¥ 


Oies O Lior al 


Wi 
/I |, 


J 
INA QI 


— 





G°T/T09°-0O8°T = w 
(000% “£69 ‘OO00T) SOT}ZeY JUSeTOTJFFS0N uoTIOUTAXM “sa CEq “TE sanbry 


SNOUITW “HALAWH EO 


oN 
e 
—# 


O° Bi) ol aah) ho ey 0°10) 


ie 


Siet0 . 
109-081 = w a9 


“ =) oe 
x 
S&S, 





RN 





= 





S°T/T09°-8°T = YW (000F “EP69 ‘O000T) JFUSTOTFJJOOD uoTIOUTRXA °sSA aoa "7€ eanbty 


SNOYDIW “YSLSWUIG 


el oa Sama) al) AO cow ee 





Y 000b=% 


VY €h69 =% 
¥ 0000! =¥ 


Seem Ole L x 4 


30 





0°7/T09°-08°T =u 
(OOOF “€P69 “O0COT) SOTjJey QUeTOTJJa0D uoTROUTAXY “sa CEq -¢ee oanbrag 


SNOYDIW “YSLIWUIC 





109-081 = w 


et 


eed) 


CA) 


8°0 


NGO ONT LX 





ONG HCOT— 08 L 





= Ut 





‘(000 ‘€P69 ‘0000T) JUOTOTJJOOD uoTROUTAXA 
SNOYITW “YSLSAWUIO 


je 0. Se) h°O 


Og 0 


109-081 = ul 


id) 


4) 
‘iO 


i) 


iA} 


‘sa ©€q ‘pe oanbta 





G°T/T99°-S6°I = w 
(COOP ‘E69 “O00SCT) SOTReY QUSTOTFZFSOD uoTtTROUTAX” ‘sa CEq <‘+sG¢e aanbtTy 


SNOHOTW “YSLAIWYIO 


G4 eet 8° 0 aia 8 h'O 610 is 


£v69g 


€r69 
0000! 






Ke 


rT 


Noi lJN: 


Miles ae) oa) 


ldd 


- 
l 
+ 


=| 


pe) 
CO 





S17 199 =G6 1 


a! 


*(000P 


8 


GI= 9 


1I99-G61 ~ w 





“€769 


‘OOOOT) BUSeTOTZISOD voTIOUTI IXY 


SNOYITW 


“0 


f 


“YILSWUIO 


“0 A’ 





"9¢ BANHT YA 


INT LX4 


NO i 


34 





(O00P 


O2 — 


199-6 1 


a 
ad 


"EF69 





SNOYSIW 


B°O 


0 
O00f 
£vE9 


£vé9 
OOO00! 


OO0OP 
0000! 





0°7/T99°-S6°T = wW 


‘OOOOT) SOTQeY JFUETOTFIOOD uotzoUuTAXY 


“YSLAWNIO 


h°O 


“sa Clq 


Ce ae s0n aca 


er 


h°O 


LLINILX3 


CQ 


N 


85 





0°C/T99°-G5°T = W ! (000% ‘EF69 ‘0000T) JUaTOTZJa0D UCTIOUTIAxg -sa Eq -g¢ oanbra 
SNOYDIW “H3IL4IWUIG 


Gaal Diss 8°O a as G0 0-0 





O'e= 0 


1I99-GE 1 w 





NOILINILX4S 


SUS 


alee 


tr 


OU 
aur 


LN 


36 





(Vv €769 = X a O00F = XX) 
T86T TEqUSAON 6T UO paezoOnpuoD 4ySsay susd0IATaq JO HutTprzoosy AaAeyoO dtazas -°6¢E eanbry 


| 
| 
| - = 
! | | 
| i. | - — 
| Le ine 
l | | 
00 <— NOHVYLNIDNOD || | 





a 


? pot CLARE Et 


“EL —p—t ee en eS | 








a 
ee es 


So a me 
a 


ns nh a te 


em eae 


——* 





oO 


10140 A) 


Aj = 


om 


6500 


Strip Chart Recording of Ferrocene Test Conducted on 19 November 1981 
(A 


40. 


Pigube 





(W OOOOT = YX W OOSP = \X) 
Hut pzo0od9y 470UD dtaas 


I861T ZTeqUeAON 6T UO payzoNnpuoD Ase, sUuZsD07I049 +0 





t 
\areacs tS 








i 


I 


60 


10 





— ge ee ge ee 
oe 





ag 








y 


VAL i 


Lg msr= 


Ly onoor= 


“Lp o1anbty 











(Aqztoedo sey 3sneyxy pue (a) omnjzexroduay, IJsneyuXxy AoFSsNquoy) 


T861T ASqUIeAON 6T UO pezonpuoD 38a, sud.0II0q JO HutpAocosay AAeYD dt1z4g 














1 


ha 
I 











‘ 
i 
1 
i 
| 
i 





ut 


| 
| 



































hy 


| i Mi i 
i f 





T 

| 

[ 

I 

| 
] 


SS = 


] 
; 
Al! 
; 
} 



































1 | in 





« 
SS 


‘7p eanbty 














i 


i 
11 


' 
| 











= 

' - - . 

ce lel 
———— 





butangd 


(UOTRZeEOTITUBeEW XMOT) T861L Aequeaon OT uo ATUO F-d£ YUATM sysody 
PeROSTTOD os{Tdues szZepnNotTAAegd 3SneyxXyY outbug jo yderzbo youd was 


“Cp OANHTGA 








(uOoTIeOTITUBeW XNGZ) T86T AeqUaeAON OT uo AtTuo pP-d£ YR sysoL 
butand pos_deT TOD s{Tdues sRZepTNotTAAed YsneyxWA outThuy Jo yderzboj3oud WHS 


"pp oanbty 





a2 





(uOoT}eOTFTUbeW XMOT) P-de *TeH/seaTtTATppe *Tw 
O€ "ZTE JO SUOTREAAUTZNUOD DUTSIOAAST YRIM SASSI, HuTANG [86 ASqUeAON OT 
UO PXPOSTTOD eTdues ajZeTNoTIAeg Asneyuxq suTbhuq Jo ydeszabho youd WAS °sGPp eanbta 


G7) 








(uOTJeOTFTUbeW XNGZ) P-dce “Teb/saTATppe “Tw 
O€°ZE JO SUOTRIEAZUDNUOD SusD0ATATSJ YIM SySoOy, HutrAnd [8G l ASqUIeAON OT 
uO PpdROST TOD eTdwes sjJepnotz7zeg YsneyxW sutTbuyq Fo yderzbo joud WHS 


°9Pp oANbTd 





94 





(UOTReOTFTUHEW XNOT) p-dfr “Teb/saATAITppe “Tw 
OZ°6T FO SUOTRZEAZUDOUOD SUdDO0AADJ YIM SASa], HuUTANG TB6T ASquIsAON GT 
UO PORYOSTTOD oTdues osjzepNotTAAed AsneyXWA sutTrhuq_ Jo ydewhbo youd WAS 


a 
a 
ie ie a 
Ps ota 
r Ls.) 
Pe 
: to 
’ ae 


z~J 
te 
ae 

e eT 
OM 
5 py 
ee 
hs 

a 
a ky 
7 





“Lp oanbty 


O25 





(UOTRZEOTFTUHDENW XMGZ) p-dr “Tehb/seaTtTATppe “Tw 
OZ°6L FO SUOTReAAUBDUOD sUdsD0ATADA YAIM sqsoy, buTAnd [86T ASQWSAON GT 
uO PeROSTTOD eTdwes sqepTnor.4Aed Asneyxy, outbuy Fo yderbo oud WAS 





Y ol 
: | be 
4 in 
x 
F es I 
ae 
a 
& 
aS 
_® 


"Sp o1anbTty 





Exhaust Particulate Sample Collected on 
Tests with Ferrocene Concentrations of 28.80 


(10Kx Magnification) 


Ys 


Se as 


e 
Wj Jos 


Ss 
‘' 


As 
ee , 
4 iY EE 





wel 


SEM Photograph of Engine 
19 November 1981 During 
ml. addaetive/gals7IP=4 


Figure 49. 








a8 


SEM Photograph of Engine Exhaust Particulate Sample Collected on 


S02 


* 


Figure 


19 November 1981 During Tests with Ferrocene Concentrations of 28.80 


(25Kx Magnification) 


additive/gal. JP-4 


ml. 





(uoTZeOTJTUBeW XMOT) p-dr “Teb/seat3tppe “TW OT*6T JO 
SUOT}ETQUSDUOCD WeYD-xXeH wNTASD YZT UFTIM S3zSoL_ Hutand [86T TSQWSAON 6T 
UO paRoSsT TOD eTdues aze[NnotT_zred ysneyxy sutTbuy_ Jo yderbo oud WHS 





“7G Slnbt A 


ae, . ™ mad on ae n 
| — A oe Ae 2 " 
Sos seas ae + 4 ‘ 
A ed ee = re : oa RS 
* = ad 
x <! Bad 


aS 
-_ 
_& 
a 
ALE 
~@® 
ni 
—) 
3 


— 





(uOT}eOTFTUbeW XMGZ) P-dr “Teb/seaTAtTppe “TU OT°6T JO 
SUOTIEAQUDOUOD WOYD-xXoH WNTASD SZT UTM SSO, HuTaAnd T86T ASqUISAON GT 
UO POROSTTOD oeTdwues o3zeTNoTAAed ASsneyuxWA outbhugq jo yderbo youd WAS 





2 ya 
ar) 
jo 
oS 
iS 
aay 
® 
® 


"7G oAanbty 


t 





4. 


Oe 


Pio ter Ser ERENCES 


People of the State of California versus Department of 
the Navy, Civil Case No. C-76-0045 WHO, United States 
bis eanreemeoumentor the Northern District of California 
ef January 1976. 


Darnell, T. R., Effects of Fuel Additives on Plume 
See Oumcmoleo—ocale Durbojyet Test Cell with a Ramjet 
ip ecm mumps comouscos, M-o-A.E. Thesis, Naval Postgraduate 
penool, Menterey, California, December 1979. 


Naval Postgraduate School Report 67NT-77-091, A Sub- 
Eeotlomunvele celeste cell for Evaluation and Analytical 
Model Validation, by Hewlett, H. W., Hickey, P. J., and 
Netzer, D. W., September 1977. 


Draco. Wa, Desiom, CONStruction and Testing of a 
Eeiemecalc  uepojee Test Cell, M.S.A.E. Thesis, Naval 


Postgraduate School, Monterey, California, 1977. 


a-ak. , COnoustor Design and Operation for a Sub- 
Scale Turbojet Test Cell, M.S.A.E. Thesis, Naval Post- 


@eagiate SeNOol, Monterey, California, 1978. 


The American Society of Mechanical Engineers (ASME) 


Few o.2; 4, PLOW Measurement, Instruments and Apparatus, 


United Engineering Center, 345 East 47th, New York, 1959. 


Sacadeliar, K. L., Lee, C. K., and Singer, J. M., “Three 
Wavelength Light Transmission Technique to Measure Smoke 
Particle Size and Concentration," Applied Optics, Vol. 
mepeNo. Ll, June 1979, po. 1763-1769. 


Beppins, R. A. and Jizmagian, G. S., "Optical Scattering 
Cross Sections for Polydispersions of Dielectric Spheres," 


Bepenc Oc cne Opercal Society of America, Vol. 56, No. 
imi October 1966, pp. 1345-1354. 


igleiser, T. D., Désign of a Particulate Matter Collection 
Train, AE-3815 Lab, Naval Postgraduate School, Monterey, 


Sali fornia, dune 1981. 





Monitor Labs, Incorporated, Document 8440E, Instruction 


Manual Nitrogen Oxides Analyzer Model 8440E, 4202 Sorrento 
paltey Boulevard, San Diego, California, August 9, 1977. 





ieee oate BOLT LON LIST 


No. Copies 
Defense Technical Information Center Z 
Cameron Station 
Alexandria, Virginia 22314 
Library, Code 0142 2 
Naval Postgraduate School 
Monterey, California 93940 
Department Chairman, Code 67 1 
Department of Aeronautics 
Naval Postgraduate School 
Monterey, California 93940 
Professor D. W. Netzer, Code 67Nt 2 


Department of Aeronautics 
Naval Postgraduate School 
Monterey, California 93940 


IO 


ieee. W. Thornburg, USN 
Zoli Covington Pike 
Memphis, Tennessee 38128 


noe 














Thesis 4 955 ; - 

T4567 Thornburg 

eal An investigation of 
engine and test cell 
Operating conditions 
On the effectiveness 
of smoke Suppressant 
fuel additives, 





